
Photo Analysis of Bhrleek P.iar 


Enclosed are five parallel nary drawing# of ees?pcx»nt part# of the 
Bur loci. Budur which we belle** will be of value to you while additional 
photo analysis is continuing on. these and other parts of the radar. Two 
drawing# are perspective views of the upper &w i lower entente feeds, two 
are side view line drawings shewing the angular relationship of the upper 
and lower antenna feeds to the focal point of their respective reflectors, 
and one is & drawing showing the wiring turrangement of the upper antenna 
feed. 

The drawings are not based on a predetermined scale but on a 
direct proportional relationship between component parts. They are mot 
intended a# final graphics and taay be changed due to further analysis. 


25X1 


Enclosures ( 5 ) 
cc- 

Orig. & 1 - Addressee 
1 - Analyst 
1 - Pro,). File 
1 - Chrono 

1 - CCS 


Approved For Release 2004/07/08 : CIA-RDP81T00990R0001 00020021 -8 



